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2,40 (b) (1) 

ATTEMDIMG VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITORSL 

The facility has a goflHa bfeeding colony and ffiefe is a young juvemle, aoproifimately 1 year old, among the group 
The s«le fgr weighingi Itie^e animals is not luncligning and SOTording |p (tie weight logs, and a tagilily repfesenlatrve, 
thG seals has boGn Inoporative alnca NoM'antPer o1 3014. A scale is necessary to monitor the condition of these 
animals on a regular basis. 

A system should be lin place be ensure appropriafe epuipmenl is available, andi'er is repaired in a limely manner, to 
mamlam the health and well-being of Ihe animals. 

To bs cof reefed by March 1 5, 201 5 


3 . 12 & (a) 

FACILITIES, GENERAL 

In an animal enclosure in the nursery currently housing meerkats, there are tww) light fijitures which do no't ha^e bulb 
wvers. In ttie event the bulls in Ihese fiKtures break end/pr shatter, there are np pnpteclive efruclures in place Ip 
prevent glass frcMh falling mio Ihe enclosure and >ln|Uhng an ammal. A system should be m place to ensure animal 
housing lacililies, including its furniture, lighi fiirtures, elc., are maintained in a manner that protects the animate from 
injury. 

Te be corrscled by March 1 , 2015 

An exil brieiing was conr^ucied wilh Ihe lacilily r^t^senlalive. 
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